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[ 1 ] 


PUBLICATION OF NOTIFICATION FOR " CONSTRUCTION OF 400kV LILO OF 
EXISTING 400kV VEMAGIRI SATTENAPALLI TMDC LINE AT THE PROPOSED 
GUDIWADA 400 / 220kV SUB - STATION FOR EXTENDING INCOMING SUPPLY 
TO THE UNDER CONSTRUCTION GUDIWADA 400 / 220kV SUB - STATION IN 
KRISHNA DISTRICT ON TURNKEY BASIS ” " . 


Dt : 16.03.2023 . 


Ref 1. P.O.No.828 / OM - 3 / CE / Projects / SE400kV / EE1 / DEE2 / F.Gudiwada lines / D.No.46 / 22 , 
Dt : 30-09-2022 . 


2. P.O.No.829 / OC - 4 / CE / Projects / SE400kV / EE1 / DEE2 / F.Gudiwada lines / D.No.47 / 22 , 
Dt : 30-09-2022 . 

3. e - Office File No. 1370091 . 
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ANDHRA PRADESH GAZETTE , March 24 , 2023 


TRANSMISSION CORPORATION OF ANDHRA PRADESH LIMITED 


NOTIFICATION 


Transmission Corporation of Andhra Pradesh Limited proposes for 
construction of 400kV LILO of existing 400kV Vemagiri - Sattenapalli TMDC line at 
the proposed Gudiwada 400 / 220kV Sub - Station for extending incoming supply to the 
under construction Gudiwada 400 / 220kV Sub - Station in Krishna District . The said 
400kV Transmission line is proposed to complete during the year 2023-25 and will 
result in reduction of EHT Transmission losses , improvement of Voltage profiles & 
meets the additional load demand in the region and surrounding areas . 


In exercise of the powers conferred vide G.O.Ms.No.115 , dated 07-10-2003 of 
Government of Andhra Pradesh , APTRANSCO or their authorized representatives 
shall have the powers for placing of the electric supply lines or electric plant for the 
transmission of electricity or for the purpose of telephonic or telegraphic 
communications necessary for the proper co - ordination of works that a telegraphic 
authority possesses under the provision of the Indian Telegraph Act , 1885 ( Central 
Act - 13 of 1885 ) . 


Any person interested / aggrieved may make representation to the Chief 
Engineer / Projects , APTRANSCO , Vidyut Soudha , Vijayawada within two ( 2 ) 
months from the date of publication of this notification . 


Representations received after the due date will not be considered and 
APTRANSCO will take - up the above works after due date with / without modification 
as it deems fit after making enquiry , if necessary . 


--- X --- 


Sd / - .. 

Chief Engineer , 
Projects , APTRANSCO , 
Vijayawada . 
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